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ar 9 REBUILDING THE HEAD OFFICES OF THE NEW IRELAND N EW 
| A ASSURANCE CO. LTD., DAWSON ST., DUBLIN. IREL A ND 9 
HIS photograph shows the new building i i | | | | 


which was ópened yesterday as portion 
of a scheme for the rebuilding of the BU I | DI NG 


entire head offices of the New Ireland Assur- 
ance Co., Ltd., in Dawson street, Dublin. It 
is hoped to commence operations at an early 
New Ireland Assurance Co., Ltd., has pleasure 
in announcing that the rebuilding of their 
Headquarters premises is now completed, 
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date with the main and important section of 
the building. This will be built entirely in 
Jrish granite, relieved with Irsh marble, 
and the design will present some striking and 
novel architectural features, 


The present building is a steel and con- 
crete structure finished in Snowcrete cement, 
and the design has been kept extremely 
An simple, in contrast to the massive treatment 
I \ of the portion remaining to be built. The 
| elevation is restrained, but well-proportioned. 
& \ i ' i | in spite of the fact that the internal plan 
“ a). less room with the clean comfort of an Electric Fh called for window openings of aament 


ry ' AAA The Electric Fireplace is designed to supply a fire- 


rire and just that added touch of permanence aren. 
ry, which a fireplace gives. It consists of an Electric 
ree i Fí; » with é cco of pure slate, which will The planning follows the lines commonly and the finished work is a special credit to 
bnt "gá a “a < Fe ea 1 8 rus ited 4 adopted for insurance buildings, the fenestra- lrish Workmanship Architect, Builder and 
not warp, crack or shrink. It can be attached to tion being so arranged as to enable offices 
any wall, the maximum recess required being only of all sizes to be formed by the use of cheap Workman. | 
hy } inch deep, or it can be screwed direct to any ó- standard partitions, i 
ME arti ! . m M4 . . . : 
ind partition, The decoration is anything but lavish, but Our real building policy, however, is in the ii 
The Electric Firenla <a ha had i a the unusual taste displayed, both in the BEES S05 5 i r 
i | hi lectric Fireplace may be had in a variet) selection of decorative wall surfaces and ma- building up of National Wealth and the ; ' 
Sth of designs, cclour-schemes and prices. This type esting examples of the use of Celtara, an en- $ f I i h I; á é : - i 
at costs only £4 8s. 9d. complete with fire. Its finish finement. i retention o ris nsurance premiums in i 
ck, is a rich oak, and owing to its size and general ' Ireland for the benefit of her people. ) : 
Ps bactha ea úil Rok ad an adenusts The entrance and staircase hall are inter- ' 
ma” Lb gives the permanens wou Ses gta Se Pg esting examples of the use of Celtara, an en- á 
fireplace without structural alterations and their tively Irish product, which is used freely on 15 há 
eb- attendant cost, the walls and floors. Celtara is a hygienic T otal Assets én “”“ “ £434, 5 i 
we and verv durable material, in which various ; H 
for Other models from £3 Is. Od. colours may be combined. As a background T otal Claims Paid ” £634, 279 
ó to the bronze and ironwork in the stairs this Annual Premium Income £255 533 
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material is ideal. 
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NG The bronze fittings on the doors and on the 
a NY 
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staircase are worthy of attention. Their de- 
sign is novel, and they were made in Dublin 
by Messrs. J. and C. MeGloughlin, Ltd., who 


Swe \\ \ 25 ST. STEPHEN’S GREEN also manufactured the wrought ironwork 


Place your Insurance with “New Ireland ' 
and keep Irish money in Ireland. Write for 
literature on any branch of Insurance in 


; AX QQ i | throughout the building. : i 
Ri | SS os” DUBLIN “: AND BRANCHES ms which you are interested. we transact all 
for ‘Sang All the electric fittings were also specially i : 
gal; , designed by the architect, and have an un- Kinds. 


usual, but pleasing, appearance, 


ComLúcc na héineann Um Anacar, Ted 


NEWIRELAND - 


Assurance Company, Ltd. 
Head Offices : 12 Dawson Street, Dublin , 


’*Phones : 44364 (3 lines) M. W. O'REILLY, 
Wires : paren, Dublin.” Managing Director. 


The water paints used throughout were 
supplied by Messrs. Harrington, of Cork, 


The following firms contributed greatly to 
the successful design :— 


Steelwork—Fabricated in Dublin hy the 
Dublin Dockyard Company, Ltd., for Messrs. 
P. MacLitllan and Co. 
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Electrical Contractors—Messrs. Bective 
Electrical Co., Dawson street. 


Lift Enclosures, Metal Handrails and Art 
Metal Work—Messrs. J. and C. McGlough- 
lin, Ltd., Pearse street, Dublin, 


gáis: va EERE. ae 


Electric Light Fittings—Messrs. Edison 
Swan Electric Co., Ltd., Dawson street. — 
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Co., Drumcondra, i : . | | 
It will be seen that, as far as possible, The architect for the work was Mr. Vin- | : 
Central Heating and Oil-Burning Equipment these new and extensive premises embody cent Kelly, B.Arch.., F.R.LA.L, Fh LÁ. ' i 
—Messrs. Hadens Engineering Co., Ltd., only such materials as could be manulactured Ie Merrion square, wiio also designed all the NEW IRELAND ASSURANCE €0 
Pearse street, in this country, | br anc h offic es for the New Ireland Assurance * 


meee DAWSON STREET. 


THE OPENING CEREMONY. 


Central Heating with Oil Fired Boiler, 
Automatically Controlled 


HAVE BEEN INSTALLED BY bi = 


HADENS 


* || | RECENT CONTRACTS 
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th : 
“ty . New Ireland Assurance Great Southern Railways’ * 
aga i Company. Erecting Shops (1,000 tons), 
000 é Killeshandra Convent. Crescent Bridge, Wexford | ENGINEERING COMPANY, LTD. 


' the a Peat EEL ‘ONLY ADDRESS: 
a | STRUCTURAL STEELWORK FABRICATED BY i. 
os 199 PEARSE STREET, : li 
VICKERS (IRELAND), LIMITED mer, | A 
= | | See DUBLIN is | . 
ae i DUBLIN DOCKYARD, 43987/8 Warmth | i 
Hos- a! II 5 — i 
NORTH WALL, DUBLIN —— od — | 
pf i ENCINEERING AND STEEL WORK OF ALL DESCRIPTIONS. UGHLIN, L " ii 
s ney, "Phone: 43921/2. : ‘Grams : Dockyard, Dublin. i & ¢ McGLO t . T i 
ath. : i aii in as — MR. SEAN LEMASS, Minister for Ind dc : i . 
= PI Sinn | D. McCullagh, chairman ner enum te “M. w ona Pn aaa Geet ek. meee. | Art Metal Workers and Constructional Engineers. 


was | manager, industrial branch; Mr. Frank Thornton, assistant manager; Mr. George J. Nesbitt, director; and Mr. Vincent . 
pet to ALA hé : Kelly, the architect. NEW IRELAND ASSURANCE CO., DAWSON ST 
: “, e 
* fol. | | SPEECHES AT THE LUNCHEON. Bronze Enamelled Lettering, Bronze Handrail, 
rr ms i . E " 
ain : FA ees a eae — | My. ny (whiel ptr — ra ~ pg | ar gyn Ba ——, ae ep to us or “There will be always difficulties among Steel & Glass Lift Enclosure, 
bái : J i ceremony (which will be found on Page not, we can hold our head high.” Irishmen,’’ he added, “ as to how best we : . 
(1 é 5 ’ ; 
d the a Sac cio : c | was. made in response to the toast of Dr. Ryan, Minister for Agriculture, can serve the country, but if we can only All made by us in our works at Pe ie 
Sons i oe, An inadequate heating i Eire,” In proposing which Mr. ape remarked Si — he ceased to be an | realise that it is not a matter of manners is 
sposal Bode Si Shots, system in your factory ough, chairman of the company, said that | active member of the company’s board two} and. methods, but of the purpose for which | | [SI 
Lid., seen: á or w orkshop is a costly every member of the company’s board had | years ago, he had been engaged with | a man works, we shall Éan not merely a a T- 5 cl P = A R SE ST R E E T, D U 5 L I N ' 
aes > liability, inevitably oe given a pledge of his services to the | another set of colleagues in a bigger task! New Ireland Assurance Company but a new, Telephone No. 61931 (2 lines), Telegrams: “ Metals, Dublin.” i 
| te, sulting oe úad national cause. 'The company had grown | than was accomplishe id by that company. | Ireland.” i | = 
are 2 ote She Bui 7m in strength and importance with the free | It would take, perhaps, five or ten years to Mr. Vincent Kelly, B.Arch., who was the SPSS SHPDSSPSSSPPPHPSOSOHH TSSOP HPOPOOO® eeoe9 LE) Ir 
ah ( e oe báin “ . . ” . xc ox Í : ‘ : , - ; 
iii gelf against: such Íosses institutions of the country, . TTT TT THNTNITINTINTiy | architect for all the premises erected by the i 
ca re Conte Mr. Scan O hUadhaigh, in. proposing | HUTT | Company, pointed out that, because of the ELECTRICAL INSTALLATION ie BB i 
I H Heating. It is safe, the toast of “ The Company, said that he Tenders company’s insistence that all the fittings e ce ime 
i reliable, simple to con- hoped Mr. Lemass’s words were the fore- | ) W d should be of Irish manufacture, special |. BY “ ee 
gs, trol, and inexpensive to runner to a policy of still further entrerich- ante fittings had in many cases to be designed. y ib 
Gort ope rate. MUSGRAVE ing the Irish people in their own land by f He believed that in a few years all building 5 . TE SB.) 
o the will be pleased = — securing to Irish insurance companies the rom materials used in the country would. be IRELAND . y in: 
you Si meee a lion's share of the insurance business of Builders frish-made. , s + Am 
- economic ye Treland. : Mr. J. J. Walsh said that every penny VW (@ Ei 
G hig 2 ee Mr. M. W. O'Reilly, F.E.1.,, managing See Page 2. reeset cee Be gigs As Bhié agu oS gatos Undertake all cl f electrical hy the smallest to the largest. Only Sg i TE 
in irector » omhan. in retry. daelánad Ca Ha MH úINH  AA ie cee ae anies, and declare i ai Undertake all classes of electrical i , fr smailest to the largest. le ' 
SS director of the company, I mm declared | siiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiliiiiiiiiiiiiiiiiiiiiiiiiiiliiiiiliiiiii Fam Mass ggg — Oe As. WM competent and fully-qualified electricians employed. Orders and enquiries promptly je 
Please send all enquiries to— that the myth that Irish people could not, entitled, therefore, to demand that all attended to 
: and would not, have confidence in their own | put that programme through, but he | other gt of na Free State should be e) : in 
: : people had been definitely exploded by the | looked forward to the time when he could | compelled to give their insurance business 
s and MUSGRAVE & CO. (Dublin), LTD progress of that institution, retire and come back to the New Ireland | to Irish companies. A great number of $$ ‘eo 
ed “he position rc ate! achieved in the ir nape i i shin estes in ted vegans - me e 'Phone 61452. sg ST ST. ~~. 
ge Sema iat: insurance world.” ie said. “ig such that Lespont ing to the toast O ei Ou OW es eur posi ion 0 ie pa rLIOLISHL Ane 292eee8 n ee 2 La o LLLP re báid ii 
use) — i sai age ssid sin ID, EUSTACE STREET we look to the future with every. confi- | Guests,”’ proposed by Mr, George W, | tesource ol the New Ilreland Assurance —_ A a Ae SSS Sess = a i Zz 
ss i Sláine ge PO TS i _ DUBLIN —— phene 22641. dence, irrespective ol what nature legisla Nesbitt, Mr. Mackutee, Minister for | Coinpany, : i a is 45. 
Sine SC, .  imiasgsl Ei apeeneea a , tion may take. We are entitled to look | Finance, expressed a wish that all Cie | The Rev. W Bourke, Adm., Westland (í KORKOID” d “KORKOLIUM” FLOORING ii i ic 
et i ! só ~~ | for protection for our industry, but. we.| 1rish people could come together in the nb who blessed the e xtensions, also an ite i 
i a | AL, | have shown, and will continue to show, that | same effort for the common good as thie | spoke, — Covering over 2,000 square yards of the ier: 
iLions : DAN : EL P. CURTIS | MAYO ‘MENTAL HOSPI I : promoters of that company had done, | Minister's speech on Page 7. ] ' NEW IRELAND ASSURANCE to 's OFFICES ii 5 ee 
i PP aiiesy ia tiardtenenpuctonsneaametene wot <A CN tn ee ee = ————m—— — s id 
Y. rt cr Oa racy HE 
ns) — : 5 WILLIAM STREET, DUBLIN, ss ihialehdlpnnneinniie i rá ate oi : sén fr ek 
3 Mayo Mental Hospital Committee received D E, R R Y ' 'S N E, W | re Concrete — —— 7 aig g beight | The filter-house is lighted from the roof AT DAWSON STREET, DUBLIN : tí 
: nd IN (Estahlished 1875.) {] . fo 1] yw, ing tenders for the proposed exten- ot oul feet. ie. roe er á the walls, | only, a continuous glass bay on each side of W li d d i id by . 2 
“a pees ildings, the work being divided into WATERWORKS. roof and the roof of the chemical-house are | the ridge providing light where it is required aS SUppNe? and ta te 
os á sion OUR SRA”; ' 5 male covered swith steel mansard sheets protected 4 —j,e. in the central : “ungway. 
cl} in PLUM BING, three cotions ki córa ae cag e wing, t ; Ea —— : | with Jayers of asphaltic fabric on both sides. The total cost of hí filtr ation buildings KFLLY é [0 4 & 6 LR. DRUMCONDRA ROAD 
Ee yng i w ILehe “LC E R : amra perenne : r 
Park) ye + abit y W. Beckett, Dublin — The new Banagher Waterworks for Derry | and plant was £16,000, of which £1,500 was - | i 
s HEATING, Female wing, £44,440; male wing, pagar City has mechanical pressure filters situated bua ohpastacs by the Northern Government as : Wholesale Agents for Ireland. - ai. 
á i itc., £19,402. “Total, £87,198. Al- below the junction ef the two valleys, one | as unemployment grant. =e i 
Sean i BREA | oranee for siones, £205. and three-quarters of a mile from the | | The filtration plant was erected by local D. SHEPPARD & SON, 68 DAME STRE í, DUBLIN bá 
3 | : in—Female | reservoir, measured along the line of the | labour, and the concrete work and the filter a 
: rl: hone 21420. Telegrams“ Leading, Dublin.” | Messrs, McNally and Co.,, Dublin—Female | res Fes the Manufacturers—KORKOID DECORATIVE FLOORS, GLASGOW i 
ltera- _ Nabe. sicín > nares a feo €40.578 : male wing, £18,480; laundry, aqueduct. The static pressure on the main / | superintendent's house were constructed by anu lá . 
$ ote: ¢ Hill 740. Total £75,798. Allowance for | at this point is 370 feet. | local labour. a 
ffev. re Nul, HFNENSTALL stones.; £798. During the construction of the Altnaheglish = ia 
sg ik EA I C5,j : 4 iris ———— annsna imir 
ehicle i Messrs. M Guinness, Dundalk—Female | Dam a supply of water is peg. obtained á | : iu ad i 
= wind 047,490; male wing, £23,531; laundry, | from a weir on the Glenedra River, temporary KILLARNEY HOSPITAL FORTY-SEVEN NEW HOUSES Jo oan sae L solid 9 bái ‘aad, if 
}—F’, ze beár Ba AND MATHEMATICAL áil ' g91.195. Total, £92,085. This sum to | use being made of a pipe- line, which will FIN is o,co0 (including extras). . 
a INSTRUMENT MAKERS. ten a value of stones, eventually be used only tor supplying water CONTRACTS, FOR CARLOW, | Messrs. b. Maguire, Enniscorthy—Cavity i 
)—é. &. LEVELS AND Mr. Wm. MeDonnell. Dundalk—Female | power for driving the machinery at the filters. ns walls, rough’ cast, £15,603 (including extras) ; á 
Be wing, £47,364 15s.; male wing, £23,264 4s. ; The main supply pipe between the resar- OR every type of gé ; mm“ 8“. walls in situ, rough cast, £15,128 (imelud- i 
rke. Si THEODOLITES laundry, etc., £20,500 17s. 6d. Total, £91,159 | voir and the filters will be of reinforced OS AS Killarney Mental Hospital Committee re- i : i ' ing extras); cavity wall, with 48: outer á 
Mrs. _ irs Baas 16a. 6d. Value put on stones, £1, 250. concrete twenty-four inches’ in diameter roof and building. ceived the following tenders for the proposed The Carlow Urban Council, at a special Li, ickskin, £16.073 (including extras) solid 9°* an 
_ VELS Mr. J. P. McCormack, Castlebar—Male on the hydraulic gradient and of cast E 1 ia t heating of the institution and the erection meeting, considered tenders as NO for the brick plastered, £16,543 (including extras). ioe 
lan = OLD LE wing, £19,989 9s, 10d. Allowance for stones, | iron or steel twenty inches in diameter guailiy elticient on of a boiler hous. erection of forty-seven houses at Bt. Killian’s The Council having considered the various te. 
3 : I REPAIRED. £190. ia on the * Siphon.’ ” flat, pitched orcurved The tenders for the heating were :— eo Lag“ Fá Pe ee nach tenders submitted, and having heard the + 
. á e . ye ey and Taylor, The first instalment of filters to deal with Messrs. Baird, Dublin, £12,179 7s, 1d. eSsi's . and J. Larbery, Athy avity | orchitect’s view i econ dd conore te 
Messrs. Kilcawley, Maloney ait his £12379 | 9; Jud architect’s views, who recommended concrete is 
a le SUFFOLK ST DUBLIN Ballvsodare—Female wing. £44,278 17s. 6d.; | 3,000,000 gallons per twenty-four hours .con- roofs of wood cr con- Messrs. Maguire and Gatchell, Dublin, | wads, tg cast, é,0ie (ís. (including cavity walls, it was decided to build 34 is 
; a *) | male wing, £21,963 13s. 2d.: laundry, cte., sists. of twenty-one closed cylinders, ranged. s " £11.685 i7s. Od. extras); 8 solid wall, rough cast, £12,176 houses in cavity wall, rough east, of type 4; 
bis há — —————_ | £20,079 4s. 11d. Total, £86, 399 5s. 7d. Allow- | in two rows of eleven and ten on each side crete. Ruberoid has Messrs, Brightside, Dublin, £10,556 10s. los, Ae ri we ire re situ, |1A, and 13 houses with cavity walls and i 
s ates á - & of a central gangway, beneath the floor cf Messts. Haden's Engineering Co., Dublin, | rough cost, £11,953 18s, (including @X- ” éag ' ES 
yon 4 INQU IRY. “INTO nee Fk et dha cal Hebiin-c¥ ‘emale | which are Agen water inlet pipe ii the the lowest cost per £10,556. : : . ' : iret} cavity wall with 43” outer brickskin, AA, oriee riinkin, type: Noe Ao, of Messrs. ' & 
age) x HOUSERU DING COSTS wing, £50, 407 17s. 9d.; male wing, £24,826 | filt wind mites ba EA with the necessary year of service. Let “ Messrs. McCarthy and Son, Cork, £11,597 sg. “(é Uinelading asta); MS 9 brick D. and J. Carbery, Athy, being the lowest “á 
a OUSEBUI tet af eat 10s,; laundry, ete., £23,0°1 5s. 8d. Total, | connections to each filter ' . i8. ee ‘ plaster s. Gd. (including extras). | for all forms of construction. 7. 
>, te ae £98.255 13s. 5d. Allowance for stones, £1,000. The cylinders have a diameter of nine feet us quote you prices Messrs. Hassett, Limerick, £15,842 17s. 11d, Messrs. Hamilton, Waterford—( Cavity walls, | 53. 
g)— a Seat Mr J. Stewart, Salthill—Female wing, | and a total filtering area of 1,555 superficial fired ¢ | Messrs. McCann, Dublin, £11,178 5s. rough cast, £15,819 ls, ód. (including ex- I a eB is 
= most important tasks facing the | £41,848 5s. 5d.: male wing, £21,048 7s. 1d.: | feet. When delivering the m2zimum volume 1xed comp ete. The lowest tender, that of Messrs. Haden, | tras); 8” solid wall, rough east, £13, 249 Lis. ae 
4 mission is the inquiry into the | Jaundry, etc., £18,518 18s. 2d. Total, £81, 515 | of water—125,000 gallons per ‘hour—the was accepted, i | ód. (including extras) ; cavity wall with 44° iti will Happen A 
a | Tae ol] materials and ; 10s. 8d. Allowance for stones, £908 16s. 10d. wperating rate is 956 gallons per square foot The tenders for the erection of three boilers | outer brickskin, £14,289 7s. ód. (including ex- “ak 
on a iss : I seomra á ding of houses. | N,.B.—The stones referred to are those of | per hour, cee Fhe RUBEROID @ fe were as follows :— tras); solid 9” brick plastered, £14,269 17a. ee eT ee BL. 
. = á Fáis ‘will ail bo embrace each item used | the demolished prison, which the Asylum The whole oí the chemical plant ig in . ot eis — Messrs. Brightside, £2,700; Messrs. | ód. (including extras). For ee a and prompt mt 
‘, dis > cone ction, and the hearing of |} Committee had transferred to their own duplicate. / a tic &C McClune, £2,7 l6s.; Messrs. Hayden, Messrs ‘homas Thompson and Son, INSURE WITH an 
t sá E merce, 2 techs SE wotracted. The | grounds. ‘The two-storeyed chemical-house has steel- oohing ‘Vianulacturers ontractors, £3,240; “Messrs. Adamson, £3,374; Messrs. | Carlow—Cavity walls, rough cast, £14,388 ae F: & General a 
Th i ibe: “a il ‘hol 1 a ai sitting this After discussion Meters. MeNally’s tender | framed walls filled in with concrete, The 1 ASTON’S PLACE, Foster ‘and Son, £3,406; Messrs. Penman and (including extras); 8” solid wall, rough cast, idernian fire | er 
- Veneer i I ar iá úir details, amd it | was accepted, and it was decided to appoint | upper floor is of concrete heavily reinforced | DUBLIN Co., £3,508; Messrs. Ruston Hornsby, £3,230, | £14,388 (includin (By as); 8” walling in situ, | Insurance Co. Ltd 
Wig to bos Ce it he * evidence in the | three clerks of works—one for each section— | with steel to carry the stocks of chemicals. | rape * dit. oe The lowest tender, that of Messrs. Bright. i ‘rough cast, To (including, extras) bas ry. BAR See DUBLIN, 6.1 
expected thas 26 wilh near ® The filter-house is also steel-framed, but ————————————uliúíill side, was accepted, á wall, with. 4,"’ outer brickskin, &14,788 (in- ' AR 


third week in February. 


at five guineas a week each. 
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